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Message Text 
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PAGE 01 JERUSA 02016 020956Z 
ACTION NODS-OO 

INFO OCT-01 ISO-OO /001 W 

030543 020957Z/10 

O 020932Z DEC 77 
FM AMCONSUL JERUSALEM 
TO SECSTATE WASHDC IMMEDIATE 9800 
INFO AMEMBASSY AMMAN IMMEDIATE 
AMEMBASSY BEIRUT IMMEDIATE 
AMEMBASSY CAIRO IMMEDIATE 
AMEMBASSY DAMASCUS IMMEDIATE 
AMEMBASSY JIDDA IMMEDIATE 
AMEMBASSY TEL AVIV IMMEDIATE 
USMISSION USUN NEW YORK IMMEDIATE 

CONFIDENTIAL JERUSALEM 2016 

EXDIS TREAT AS NODIS 

E.O. 11652: GDS 

TAGS: PGOV, EG, XF, IS, US 

SUBJECT: SIILASVUO REPORTS VENUE OF CAIRO MEETING MAY SHIFT 

1 . UN CHIEF COORDINATOR SIILASVUO CALLED ME A.M. DEC 2 
TO REPORT CONVERSATION HE HAD JUST HAD WITH IDF LIAISON 
OFFICER LEVINSON WHICH INDICATED CONSIDERATION BEING GIVEN 
TO SHIFTING VENUE OF CAIRO CONFERENCE. SIILASVUO GOT 
IMPRESSION GENEVA AND NEW YORK WERE EXCLUDED AS POSSIBLE 
ALTERNATIVES OF SYMBOLISM. REASON FOR SHIFT WOULD BE TO 
MAKE IT EASIER FOR RUSSIANS AND SYRIANS TO ATTEND. SIILASVUO 
TRYING TO SEE DAYAN SOMETIME DEC 2. 

2. SYG WALDHEIM CALLED SIILASVUO EVENING DECEMBER 1 TO 
DISCUSS HIS SUGGESTION FOR NEW YORK MEETING. WALDHEIM 
STRESSED HIS IDEA WAS IN THE NATURE OF A SUGGESTION AND NOT 
A FORMAL PROPOSAL. SYG SAID HE WAS PUZZLED OVER ISRAELI 
REJECTION AND OBJECTION TO INVITATION HAVING BEEN SENT TO PLO. 
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SADAT HAD ALSO INVITED PLO TO CAIRO MEETING AND, IN ANY EVENT, 

THERE WAS NO ASSURANCE PLO WOULD ACTUALLY ATTEND EVEN THOUGH 
THEY HAD INSISTED ON RECEIVING INVITATION. 

3. SIILASVUO MENTIONED HIS RECENT MEETING WITH AMBASSADOR 
EILTS AND THOUGHT IT WOULD BE HELPFUL TO COMPARE NOTES WITH 
AMBASSADOR LEWIS ALSO. AFTER CHECKING WITH AMBASSADOR LEWIS, 
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WE HAVE ARRANGED MEETING AT MY RESIDENCE 1800 HOURS DEC 3. 

NEWLIN 

CONFIDENTIAL 

NNN 
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